





|_ GIFTS OF LASTING INTEREST. } 





ABSOLUTELY ACCURATE, 
7Zin. x 8iin 


Dimensions, 13}in x 


The 


In Oak Case, glazed top and sides. Records on a Weekly Chart. 
Supplied complete, with a year’s Charts, Ink and Instructions. 





ABSOLUTELY ACCURATE. 
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The “PEANDAR” DIAL BAROGRAPH, 


With our new opal glass dial attachment, showing present reading of the 
Barometer in addition to the record on the chart. Very best quality, in solid oak, 
walnut, or mahogany case, with bevelled edge plate glasses and chart drawer. 
Supplied complete, with a year’s Charts, Ink, and Instructions, 
rm Special Illustrated List of Barographs and Thermographs (covering 
various patterns, post free. 
DELIVERY SUBJECT TO WAR CONDITIONS. 


“SNOWDON” RAIN GAUGES and “CAMDEN” MEASURES, 


(certified by the British Rainfall Organization) from stock. 


PASTORELLI & RAPKIN, Lrp. “\7503" 


ACTUAL MAKERS of all kinds of Meteorological Instruments. 
CONTRACTORS TO H.M. GOVERNMENT. 
46, HATTON GARDEN, LONDON, E.c. 1. 


es Illustrated List of STANDARD INSTRUMENTS Post Free. 
*," We pay carriage and guarantee safe delivery within U.K.on all our Instruments, 


( iii ) 





























a = 
bhbote otf 


~ eNSR MEM  gta 
- - on 





ALL KINDS OF METEOROLOGICAL INSTRUMENTS 


hour! 
of t 


AT 
C. F. CASELLA & CO. Ltd., 

Wansey Street Works, 
Walworth, S.E. 17 













































JAMES J. HICKS W. F. STANLEY & Co.,Ltd. 
Meteorological & Scientific Instruments 


MANUFACTORY :— 


8, 9 & 10, HATTON GARDEN, LONDON, E.C. 1. 


Gold Medals and Awards, Lenten. 1862; Paris, 1867; Philadelphia, 1876; Inventions 
Exhibition, London, 1885; 9 Medals, Paris, 1900 ; Grand Prize Franco-British 
Exhibition, 1908; Kio de Janeiro, 1909 ; 4 Grand Prizes and Gold Medal, Turin, 1911. 














Standard ‘“‘ Fortin” Baro- 
meters 

Standard Heveurtal Ther- 
mometers. 

Standard en Ther- 
mome 

Standard _— Ther- 
mometers. 

Standard Mason’s Hygro- 
meters. 

Standard ‘‘ Solar Maxi- 
mum” Thermometers 

Standard Terrestrial Radi- 
ation Thermometers. 

Standard ‘‘Earth Temper- 
ature” Thermometers. 

Standard Symons’s Rain 
Gauges, 
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MAXIBUM THERBOBETES, Buck Bud io Vaovo, on Stan® 










TSEREESTRIAL Bisiuue ‘ 





THERMOMETER, os Stand 


‘ Standard Meteorological 

{ Office Rain Gauges. 

Standard Sunshine 
Recorders. 

Improved Beckley Anemo- 
meters. 

Improved Beckley Self- 
Recording RainGauge. 

Self-Registering Aneroid 


RAIN GAUGE. 








SEW OBSERVATORY CERTIFICATES GUPPLIED IF DESIRED. 


STANDAED BAROMETER, dianteter of Tubc, 5 in., on Mahogany Board. + 


CAMPBELL-STOKES 
SUNSHINE RECORDER, 


cscs atoms 28 


Barometers. With Curtis's Improvements, 
Self-RegisteringMercurial 4) topo 0 the Meteorlogicad 
Barometers. — 


Meteoro!ogical Office Ther- 
mometer Screens. 
Mountaineering Aneroid 

: Barometers. 
{ Aneroid Barometers. 





Illustrated 
Catalogues 
and 
quotations 
post free. 


The “INSTANTER” ANEMOmETER | “SNOWDON” 
; RAIN GAUGES 


and , 


“CAMDEN” 
MEASURES 


(certified by 
B.R.O.) 





Gives the 


hourly velocity 


NOGNO?). SHDN’ 


of the wind 
4 
{ AT SIGHT. 


FROM STOCK 








Special Prices are given to Members of all Scientific Societies, 


er 











290 PAGES. THIRTY-TWO ILLUSTRATIONS, 
PRICE 10s. 


BRITISH RAINFALL, 1917 


THE FIFTY-SEVENTH ANNUAL VOLUME. 





CLOTH 8vo. 


COMPILED FROM THE RECORDS OF MORE THAN 
5000 OBSERVERS 
BY 


HUGH ROBERT MILL 
AND 
CARLE SALTER 
Joint Directors 
of the British Rainfall Organization. 


LONDON: 


EDWARD STANFORD, LTD., 12, 13 & 14, LONG ACRE, W.C. 2. 





PUBLICATIONS se ROYAL METEOROLOGICAL SOCIETY 


QUARTERLY JOURNAL OF THE ROYAL 
METEOROLOGICAL SOCIETY. 
This contains the Papers read at the Meetings, together with 
the Discussions, and also Notes, Correspondence, Notices of 
Recent Publications, and the titles of such papers as appear to 
be of general interest bearing on Meteorology in the Periodicals 
which are received in the Society’s Library. Price 5s. 


HINTS TO METEOROLOGICAL OBSERVERS. 
Instructions for taking Observations, and Tables for their 
Reduction ; together with a Glossary of Meteorological Terms. 
By Witiiam Marriort, Assistant Secretary. Seventh Edition, 
revised and enlarged. With Illustrations. Price 1s. 64d. 
Post Free, 1s. 8d. 

SOME FACTS ABOUT THE WEATHER. 

A Popular Meteorological Handbook, By Wiittam Marrtorr, 
Assistant Secretary. Second and Revised Edition. Price 6d. 
Post Free 7d. 

















The above may be obtained from 
EDWARD STANFORD, Ltd., 12-14, LONG ACRE, LONDON, W.c.2 
Or at the Offices of the Society, 70, VICTORIA STREET, LONDON, S.W. 4. 


( vi ) 
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THE* “DEMONSTRATION” SET 


OF THERMOMETERS and SCREEN. 


Designed for the use of observers who have not the convenience for setting up the ordinary full 
size Stevenson’s Screen. 


As willbe seen, the 
apparatus is easily 
fixed upon a wall or 
post, andthe Thermo- 
meters are specially 
made in a reduced 
size, whilst still of 
Standard accuracy. 

The Screen is de 
signed to allow of the 
correct observation of 
shade temperatures. , || is. Apa 
It is well made, and ‘ 
painted white. 

The Thermometers 
ire graduated upon 
the stems, figured 
upon the opal scales, 
and well mounted 
upon seasoned oak 
slabs. 


Kew Certificates iy i * eee F ba ee " 
supplied ; f M i8 
if desired. 


e 


THE BARO-THERMOGRAPH. 
(COMBINATION SELF-RECORDING BAROMETER & THERMOMETER). 

The weekly charts 
are both lithographed 
on the same < mery 
the records are simul- 
taneously made, and 
easily followed. 

Mounted in hand- 
some solid oak, ma- 
hogany, or walnut 
case, with bevelled 
edge plate glasses, 
and chart drawer, 
with charts for one 
year, ink and instruc- 
tions. 






ACCURATE. 


ABSOLUTELY 


Dimensions 
1s” = O48" xx 12 
ALso 
SMALLER Size, 


15” x 91" x 9” 


e@ Special Illustrated List of Barographs and 
Thermographs (covering various patterns) post free. 
DELIVERY SUBJECT TO WAR CONDITIONS. 


PASTORELLI & RAPKIN, L™: (575°) 
ACTUAL MAKERS of all kinds of Meteorological Instruments. 
CONTRACTORS TO H.M. GOVT, 

46, HATTON GARDEN, LONDON, E.C. 1. 
es Illustrated List of STANDARD INSTRUMENTS Post Free. 
“SNOWDON” RAIN GAUGES & “CAMDEN” MEASURES (certified by B.R.O.)in stock 
*,* We pay carriage and guarantee safe delivery within U.K. on all our Instruments. 
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Barometers 





Thermometers 








Hygrometers 













Cathetometers 


Barographs 





APPARATUS FOR TESTING 
MERCURY BAROMETERS 


r 


Thermographs 
Hypsometers 
Rain Gauges 
Anemometers 


Sunshine 


Recorders 


C. F. CASELLA & CO.'Ltd., 
Wansey Street Works, 





Walworth, S.E..17 
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RAIN GAUGES. 


The, Original 
R. H.C, Wilson 


SELF-REGISTERING 
Rain Gauge. 


With Improved Receiver to 
prevent splashing. 







8-in. Receiver, 
Japanned Zinc, 


£3 10 O 
10-in. Receiver, 
Polished Zinc, 

£6 100 
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Standard ‘‘ Snowdon” Rain Gauge. 


With strong copper body, extra 
heavy brass rim, inside glass | 
receiver, and best engine- 
divided Standard ‘* Camden 
Measure, divided to either 
‘005 inch, or ‘1 millimetre, 
with instructions for fixing, 


£1 160 








The ‘**Peandar’ 
SELF-RECORDING 
Rain Gauge. 


Records automatically on a 
Weekly Chart. 





Totalising tol0 in. £10 10 O 
” 200, 12120 


Complete with a year’s charts, 
ink, and instructions. 





PRICES AND DELIVERY SUBJECT TO WAR CONDITIONS. cee: es 
1750. 
PASTORELLI & RAPKIN, LT Gres, 
46, HATTON GARDEN, LONDON, E.C. 1. 
ACTUAL MAKERS of STANDARD, SELF REGISTERING, and 
SELF RECORDING METEOROLOGICAL INSTRUMENTS of ALL KINDS. 


Kew, on British RAINFALL ORGANIZATION CERTIFICATES, IF DESIRED. 


-— WRITE FOR ILLUSTRATED DESCRIPTIVE PRICE LISTS, POST FREE. —# 


*," We pay carriage end guarantee safe delivery within U',K, on all our Instruments. 


( iii ) 

















RAIN GAUGES OF ALL »PATTERNS 
— Also Self-registering and Self-recording — 


C. F, CASELLA & CO. Ltd., 
Wansey Street Works, 
Walworth, S.E. 17 




















(Vo face first page text. 
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*.* We pay carriage and guarantee safe delivery within U.K. on all our Instruments | 













THE “PEANDAR” SET OF 


STANDARD METEOROLOGICAL INSTRUMENTS 
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Comprising :—STANDARD BAROMETER, 

MASON’S WET and DRY BULB THERMOMETER, 

MAXIMUM and MINIMUM THERMOMETERS, 

Heavy Copper SNOWDON RAIN GAUGE, 

*‘Camden” Measure (Inch or Metric), & Register for one year 
Either instrument supplied separately. 

N.bB.—All the above Instruments will pass the N.P.L. test. Certificates supplied, if desireds 

DELIVERY SUBJECT TO WAR CONDITIONS. 


uigkk, PASTORELLI & RAPKIN, LT. (:25;) 
46, HATTON GARDEN, LONDON, E.C. 1. 
ACTUAL MAKERS of ALL KINDS of METEOROLOGICAL INSTRUMENTS. 


eo Write for Illustrated Descriptive Lists of Stgader’, | Self-Registering, and 
Self-Recording Instruments, Post e. 


Telephone : 198! Holborn. CONTRACTORS TO H.M. GOVT. Dieeiens Rapkin, London. 





( iii ) 

















ANEROID BAROMETERS 


of all kinds 





Barometers Barographs Anemometers 
Thermometers Thermographs Sunshine 
Hygrometers Hypsometers Recorders 
Cathetometers Rain Gauges Ete. 


C. F. CASELLA & CO. Ltd., 
Wansey Street Works, 
Walworth, S.E. 17 

















[To face first page text. 




















PASTORELLI & RAPKIN, Ltd. 


(ESTABLISHD 1750). 
46, HATTON GARDEN, LONDON, E.C. 1. 
ACTUAL MANUFACTURERS OF 


METEOROLOGICAL INSTRUMENTS. 
CONTRACTORS TO H.M. GOVERNMENT. 














SORA HT ii AEA 





LOTT 


STANDARD INSTRUMENTS OF ALL KINDS, 


With National Physical Laboratory Certificate if desired. 





YL BRENDA a TMCS 3 


Fortin’s Barometers, Anemometers, 
Maximum : : 
f-registerin 
Thermometers, Self-reg 8 


Rain Gauges, 


Minimum 
. Thermometers, Self-recording 
. Hygrometers, Barometers, 
Earth Thermometers, Thermometers, 
i Sunshine Recorders, Rain Gauges, 
Rain Gauges, Anemometers, etc. 






“ SNOWDON” RAIN GAUGES & “CAMDEN” MEASURES 


(certified by the British Rainfall Organization) from stock. 






'.° We pay carriage and guarantee safe delivery within U.K. on allour Instruments 


( iii ) 















THE 





Whipple-Casella Sunshine Recorder 





A universal instead of 


instrument, 





three 
using a : 
. different, 
straight, H 
curved ; 
narrow | 
card, ones. 











SUPPLIED IN LARGE NUMBERS TO INDIAN, COLONIAL 


AND FOREIGN OBSERVATORIES 


C. F. CASELLA & CO. Ltd., 
Wansey Street Works, 
Walworth, S.E. 17 


























(To face first page text. 
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THE “PEANDAR” DIAL BAROGRAPH 


- 
With our new engraved and silvered metal dial, which now includes 
a thermometer, thus showing present reading of barometer and 
thermometer—in addition to the barometric record on the chart. 
Very best quality, in solid oak, walnut, or mahogany case with 
bevelled edge plate glasses and chart drawer. 


SEPA Sa AO AD 


Price complete, with a year’s charts, ink, 
and instructions oe i Ae . 42 2 6 
Ditto, without dial cs Se .- £40 0 6 


= Special Illustrated List of Barographs and Thermographs (covering 
various patterns) post free. 





“SNOWDON” RAIN GAUGES and “CAMDEN” MEASURES, 


(certified by the British Rainfall Organization) from stock. 


PASTORELLI and RAPKIN, Ltd. 


(EsTabLIsHeD 1750.) 


j ACTUAL MAKERS of all kinds of Meteorological Instruments. 
) CONTRACTORS TO H.M. GOVERNMENT. 
46, HATTON GARDEN, LONDON, E.C. 1. 


PRD a lcs TASTE SSA kl A et 





ws Illustrated List of STANDARD INSTRUMENTS Post Free. 


*,." We pay carriage and guarantee safe delivery within U.K.on all our Instruments 


( iii ) 


























The direction of the wind is recorded by means of three styles 


arranged so that one style is always recording on the chart. 





Wansey Street Works, 
Walworth, S.E. 17. 



























RAIN GAUGES. 





Standard ‘‘ Snowdon’ Rain Gauge, 


With strong copper body, extra 
heavy brass rim, inside glass 
receiver, and best — engine- 
divided Standard “Camden” 
Measure, divided to eithe 
‘(005 inch, or ‘1 millimetre, 


with instructions for fixing. 
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£1 16 0 
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The Original 
R. H. C. Wilson 


SELF-REGISTERING RAIN GAUGE. 


With Improved Receiver to prevent 
splashing. 





S-inch zinc. . £5 50 
‘ 10-inch zinc. . 8 8 O 
! 8-inch copper 660 

10-inch copper 10 10 O 





 PASTORELLI & RAPKIN, LTO. 
(ESTABLISHED 1750.) 
46, HATTON GARDEN, LONDON, E.C. 1. 
ACTUAL MAKERS of STANDARD, SELF REGISTERING, and 
SELF ee METEOROLOGICAL INSTRUMENTS of ALL KINDS. 


h Kew, orn Baritisn RainFalt OrGaNniZaTION CERTIFICATES, IF DESIRED. 


— WRITE FOR ILLUSTRATED DESCRIPTIVE PRICE LISTS, POST FREE, 3 


*," We pay carriage and guarantee safe delivery within U'.K. on all our lastrumeats. 


( iii ) 












































CASELLA’S TOTALIZING ANEMOMETER 


A new form of Robinson Anemometer, 
a great improvement on the dial patterns. 
The advantages of this form are obvious 
from the illustration above: no mistakes in 


reading, no troublesome dials and pointers. 


NOTE NEW _ ADDRESS. C. F. CASELLA & CO, Ltd., 


New Telephone No. 49 & 50, Parliament Street, : 
Vicrorra 2121 S.W. 1 4 





























(To face first page text. 
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PASTORELLI & RAPKIN, Ltd. 


(ESTABLISHED 1750) 


46, HATTON GARDEN, LONDON, E.C. 1. 
ACTUAL MANUFACTURERS OF 


METEOROLOGICAL INSTRUMENTS. 


CONTRACTORS TO H.M. GOVERNMENT. 
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STANDARD INSTRUMENTS OF ALL KINDS 


With National Physical Laboratory Certificate if desired. 


Fortin’s Barometers, Anemometers, 
Maximum : : 

"Thermometers << 
Minimum 

Thermometers, Self-recording 

Hygrometers, Barometers, 
Earth Thermometers, Thermometers, 
Sunshine Recorders, Rain Gauges, 
Rain Gauges, Anemometers, etc. 


“SNOWDON” RAIN GAUGES & “CAMDEN” MEASURES 


certified by the British Rainfall Organization) from stock. 






*," We pay carriage and guarantee safe delivery withia U.K. oa allour lastruments 


( iii ) 
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vad 
1 
Barometers is Thermographs 
ir 
if Hypsometers 
Thermometers f — 
1 | n 
Rain Gauges 
Hygrometers ie 
os 
i Anemometers 
Cathetometers iid 
at a Sunshine 
Barographs Recorders 
NOTE NEW ADDRESS: 
C. F. CASELLA & CO. Ltd., 
New Telephone No. 49 & 50 Parliament Street, 
Victoria 2121 S.W. 1 























(To face first page text. 
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| A Gift of Lasting Interest. 
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|“ PEANDAR” DIAL BAROCRAPH 


With our new engraved and silvered metal dial, which now includes 
a thermometer, thus showing present reading of barometer and 
thermometer—in addition to the barometric record on the chart. 
Very best quality, in solid oak, walnut, or mahogany case 
(14f 9 x Sins.) with bevelled edge plate glasses and chart drawer. 


ABSOLUTELY ACCURATE. 


Price complete, with a year’s charts, ink, 
and instruetions a ue a . £2 12 @ 


Ditto, without dial a a s' £06 0 6 


bistros ALP 





“SNOWDON” RAIN GAUGES and “CAMDEN” MEASURES, 


(certified by the British Rainfall Organization) from stock. 


PASTORELLI and RAPKIN, Ltd. 


(ESTABLISHED 1750.) 
ACTUAL MAKERS of all kinds of Meteorological Instruments. 
CONTRACTORS TO H.M. GOVERNMENT. 
46, HATTON GARDEN, LONDON, E.C. 1. 


te Illustrated List of STANDARD INSTRUMENTS Post Free. 














*,* We pay carriage and guarantee jsafe delivery within U.K on all our Instruments, 
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New 
































ALSO 


RECORDING 


Anemometers tt 
Rain Gauges | 
Thermometers , 


Vibration Instruments 
Etc. ( 


. 

NOTE NEW ADDRESS: 3 

C. F. CASELLA & CO. Ltd., i 

Telephone No. 49 & 50 Parliament Street, ; 


1A 2121 S.W. 1 














(Zo face first page text. 
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JAMES J. HICKS 





(Incorporated with 


W. F. STANLEY & Co., Ltd.) 


Meteorological & Scientific Instruments 
MANUFACTO 


8, 9 & 10, HATTON GARDEN, LONDON, E.C.1. ° 





Exhibition, London, 1885 ; 





Gold Medals and Awards, London, 1862; Paris, 1867 ; Philadelphia, 1876 ; 
9 Medals, Paris, 1900; Grand Prize Franeo-British 
Exhibition, 1908 ; Rio de Janeiro, 1909 ; 4 Grand Prizes and Gold Medal, Turin, 1911. 


Inventions 








Standard ‘“ Fortin” Baro- 
meters. 

Standard Mercurial Ther- 
mometers. 

Standard Maximum Ther- 


mometers. 

a — Ther- 
mom 

Standard ‘Mason's Hygro- 


meter 

Standard ti Solar Maxi- 
mum” Thermometers 

Standard Terrestrial Radi- 
ation Thermometers. 

Standard ‘‘ Earth Temper- 
ature” Thermometers. 

Standard Symons’s Rain 
Gauges. 

Standard Meteorological 
Office Rain Gauges. 

Standard Sunshine 
Recorders. 

Improved Beckley Anemo- 
meters. 

Improved Beckley Self- 
ee. 

Self-Registering Aneroid 
Barometers. 

Self-RegisteringMercurial 
Barometers. 

Meteorological Office Ther- 
mometer Sereens. 

Mountaineering Aneroid 
Barometers. 

Aneroid Barometers. 
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ro) by the ground. 
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: SNOWDON" 

pa RAIN GAUGES 

= and 

gi 

ea CAMDEN’ 

e MEASURES 

4 (certified by 

> B.R.O.) 
FROM STOCK 








TSRRESTRIAL Bisiuun 


STANDARD BAROMETER, diameter of Tube, 05 in., 00 Mahogany Board - 






Dr. 

——' Wi SON, F.R.S. 
to record the 
total amount of 
Solar 
Radiation 


Designed by 
Jr. W, E. 





Iustrated Catalogues and quotations post free. 
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STANDARD MINIMUM THERMOMETER, in Jak Frame, Tube 
fgured.oa Opal Gisss Scale. 


on 


MAXIBUM THERMOMETER, Biack-Buld ‘= Veco, on Stand 


eee ee 





THERMOMETER, co Stand 


' CAMPBELL-STOKES 
hy SUNSHINE RECORDER, 


divided on Stem, 


IN GAUGE. 


SEW OBSERVATORY CERTIFICATES SUPPLIED IF DESIRED. 


With Curtis's Improvements, 


atten 





. the Meteorological 
andar’ 


nforthely is Sp 
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CLOTH 8vo. 310 PAGES. THIRTY-FOUR ILLUSTRATIONS. 
PRICE 10s. 


BRITISH RAINFALL, 1918 


THE FIFTY-KIGHTH ANNUAL VOLUME. 


COMPILED FROM THE RECORDS OF ABOU' 
5000 OBSERVERS 
BY 
HUGH ROBERT MILL 
AND 
M. pe CARLE SS. SALTER 
Joint Directors 


of the British Rainfall Organization 


LONDON: 


EDWARD STANFORD, LTD., 12, 13 & 14, LONG ACRE, W.C. 2. 











PUBLICATIONS :*f ROYAL METEOROLOGICAL SOCIETY 








QUARTERLY JOURNAL OF THE ROYAL 
METEOROLOGICAL SOCIETY. 
This contains the Papers read at the Meetings, together with 
the Discussions, and also Notes, Correspondence, Notices of 
Recent Publications, and the titles of such papers as appear to 
be of general interest bearing on Meteorology in the Periodicals 
which are received in the Society’s Library. Price 5s. 


HINTS TO METEOROLOGICAL OBSERVERS. 
Instructions for taking Observations, and Tables for their 
Reduction ; together with a Glossary of Meteorological Terms. 
By Wituiam Marriorr, Assistant Secretary. Seventh Edition, 
revised and enlarged. With Illustrations. Price 1s. 64d. 
Post Free, 1s. 8d. 

SOME FACTS ABOUT THE WEATHER. 

A Popular Meteorological Handbook. By WILLIAM Marruort, 
Assistant Secretary. Second and Revised Edition. Price 6d. 
Post Free 7d. 


The above may be obtained from 
EDWARD STANFORD, Ltd., 12-14, LONG ACRE, LONDON, W.C.2 
Or at the Offices of the Society, 70, VICTORIA STREET, LONDON, S.W. 1. 


( vi ) 
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RAIN GAUGES. 


Standard 


“SNOWDON” RAIN GAUCE. 


With strong copper body, extra 










heavy brass rim, inside glass 


> 
] 
a 


‘ 


receiver, and best  engine- 





5: 

x= i divided Standard ‘‘ Camden 
=3 Measure, divided to either 
= 005 inch, or ‘1 millimetre. 


i 


with instructions for fixing. 
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AH i 








The Original 
rR. H. C. Wilson 


SELF-RECISTERING RAIN 
CAUCE. 


With Improved Receiver to prevent 





splashing. 
8-inch zine.. £5 50 
' 10-inch zinc. . 8 80 
‘ 8-inch copper 6 60 
; 10-inch copper 10 10 O 








PASTORELLI & RAPKIN, LT. 


: (ESTABLISHED 1750) 

| 46, HATTON GARDEN, LONDON, E.C. 1. 
ACTUAL MAKERS of STANDARD, SELF REGISTERING, and 

SELF RECORDING METEOROLOGICAL INSTRUMENTS of ALL KINDS. 


Wits N.P.L. on BritvisH RAINFALL ORGANIZATION CERTIFICATES, IF DESIRED. 


pe WRITE FOR ILLUSTRATED DESCRIPTIVE PRICE LISTS, POST FREE, “os 


*." We pay carriage and guarantee safe delivery within U.K. on all our Instruments. 


( iii ) 
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Mercury and Aneroid Barometers 
Barographs and Thermographs 
Thermometers 
Anemometers 
Rain Gauges 
Sunshine Recorders 


Etc., Etc. 


8 8 B 





C. F. CASELLA & CO, Ltd., 
49 & 50 Parliament Street, 
S.W. 1 











lo face first page text. 
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JAMES J. HICKS >= i stinivac. La, 
Meteorological & Scientific Instruments 


MANUFACTORY :— 
8, 9 & 10, HATTON GARDEN, LONDON, E.C. 1. 


Gold Medals and poeed, Lenten. 1862; Paris, a fy ia, 1876; Inventions 
Exhibition, London, 1 9 Medals, Paris, 1900; rize Franco-British 
Exhibition, 1908; Rio de -y RS, 1909 ; 4 Grand Prizes and Gold Medal, Turin, 1911. 














Standard ‘ Fortin” Baro 





meters. 

Standard eee Ther- 
momet 

Standard astenum Ther- 
mometers. 

Standard Minimum Ther- 
mometers. 

Standard Mason’s Hygro- 
meters. 

Standard ‘‘ Solar Maxi- 
mum ” Thermometers 

Standard Terrestrial Radi- 
ation Thermometers. 

Standard ‘‘Earth Temper- 
ature” Thermometers. 

ma hanes s Rain 





TORRGOTRIAL Misteup THERMOMETER, oo Stand 








ey ‘Weteorological 
Office Rain Gauges. 

Standard Sunshine 
Recorders. 

Improved Beekley Anemo- 
meters. 

Improved Beckley Self- 
Recording RainGauge. 
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“ PEANDAR” DIAL BAROGRAPH 


With our new engraved and silvered metal dial, which now includes 
a thermometer, thus showing present reading of barometer and 
thermometer—in addition to the barometric record on the chart. 
Very best quality, in solid oak, walnut, or mahogany case 
(143 x 9 x 8ifins.) with bevelled edge plate glasses and chart drawer. 


ABSOLUTELY ACCURATE. 


Price complete, with a year’s charts, ink, 
and instructions see 5 - + £42 12:6 
Ditto, without dial iy ee Me .. £10 10 0 


We have a good Stock of this and other patterns. 





“SNOWDON” RAIN GAUGES and “CAMDEN” MEASURES, 


(certified by the British Rainfall Organization) from stock, 


PASTORELLI and RAPKIN, Ltd. 


(Esrautisuepv 1750.) 
ACTUAL MAKERS of all kinds of Meteorological Instruments. 
CONTRACTORS TO H.M. GOVERNMENT. 
46, HATTON GARDEN, LONDON, E.cC. 1. 


ws Iiustrated List of STANDARD INSTRUMENTS Post Free. 





*,* We pay carriage and guarantee safe delivery within U.K on all our Instruments, 
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METEOROLOGICAL INSTRUMENTS 


C. F. CASELLA & CO, Ltd., 
49 & 50 Parliament Street, 
S.W. 1 
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JAMES J. HICKS 
Meteorological & Scientific Instruments 


MANUFACTORY :— 


8, 9 & 10, HATTON GARDEN, LONDON, E.C. 1. 


(incorporated with 


W. F. STANLEY & Co., Ltd.) 









Exhibition, London, 1885; 





Gold Medals and Awards, London, 1862; Paris, 1867; Philadelphia, 1876; Inventions 
Medals, Paris, 1900 : 
Exhibition, 1908 ; Rio de Janeiro, 1909 ; 4 Grand Prizes and Gold Medal, Turin, 1911. 
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PASTORELLI & RAPKIN, Ltd. 


(ESTABLISHED 1750) 


46, HATTON GARDEN, LONDON, E.C. 1. 


ACTUAL MANUFACTURERS OF 


METEOROLOGICAL INSTRUMENTS. 


CONTRACTORS TO H.M. GOVERNMENT. 





STANDARD INSTRUMENTS OF ALL KINDS 


With National Physical Laboratory Certificate if desired. 


Fortin’s Barometers, Anemometers, 
a omehere Self-registering 

- 4 Rain Gauges, 
Minimum 


Thermometers, Self-recording 
Hygrometers, Barometers, 
Earth Thermometers, Thermometers, 
Sunshine Recorders, Rain Gauges, 
Rain Gauges, Anemometers, etc. 
“SNOWDON” RAIN GAUGES & “CAMDEN” MEASURES 
(certified by the British Rainfall Organization) from stock. 


." We pay carriage and guarantee safe delivery within U.K. on allour Instruments 
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